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Cigarettes have been; prepared for both mainstream and 
sidestream nitrosamine analysis. Filters with varied fibre 
cross-section and a range of TEGDA or triacetin concentrations 
have also been prepared. Due to instrumental problems no 
analyses have been carried out yet. 



MUM/jig/SEPTEMBER 24, 1981 


- 9 - 


Source: https://www.industrydocuments.ucsf.edu/docs/xyhkOOOO 


|000144095 



